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Abdomen 
computed tomography, helical computed tomography, 
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computed tomography, pancreas, cystic fibrosis, 
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mesenteric ischemia, intestinal infarction, computed 
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computed tomography, appendicitis, appendix, 
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Acute cerebellar ataxia 
magnetic resonance imaging, cerebellitis, infection, 
central nervous system, 79-85 
Amylase 
pleural effusion, pancreaticopleural fistula, chronic 
pancreatitis, ERCP, 105-107 
Aneurysm 
computed tomography, aberrant subclavian artery, 
esophagus, esophagoarterial fistula, 117-121 
portal vein, magnetic resonance imaging, 360-363 
Angiofibroma 
nasopharynx, ultrasound, computed tomography, 
power Doppler, 86-88 
Angiofollicular hyperplasia 
Castleman disease, neoplasm, computed tomography, 
124-129 
Anti-neutrophil cytoplasmic antibodies 
Wegener’s granulomatosis, 99-104 
Aortopulmonary septal defect 
magnetic resonance imaging, 23-25 
Appendicitis 
computed tomography, appendix, abscess, 252-271 
Appendix 
computed tomography, appendicitis, abscess, 252-271 
Arteries 
magnetic resonance imaging, vascular studies, time of 
flight, comparative studies, peripheral arteries, 
extremities, 134-144 
Arthritis 
rheumatoid nodule, magnetic resonance imaging, 
216-219 


Basal ganglia 
delayed anoxic encephalopathy, magnetic resonance 
imaging, positron emission tomography, 188 
Benign breast disease 
tamoxifen, breast cysts, cystic disease of breast, 
mammography, ultrasound, 95—98 
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Brain neoplasms 
computed tomography, magnetic resonance imaging, 
metastatic brain tumors, cerebral infarction, 333-338 
Breast cancer computed tomography 
esophagus, esophageal tumors, computed tomography, 
metastases, 343-345 
Breast cysts 
tamoxifen, cystic disease of breast, mammography, 
ultrasound, benign breast disease, 95-98 
Breast neoplasms 
diagnosis, magnetic resonance imaging, magnetic 
resonance contrast enhancement, staging, 
postoperative breast neoplasms, 162-179 
Bronchoscopy 
pulmonary nodule, transthoracic needle biopsy, lung 
cancer, 7—10 


Calcification 
fibrous histiocytoma, malignancy, sarcoma, abdomen, 
computed tomography, 408-413 
Calcium pyrophosphate dihydrate crystal deposition 
disease 
pseudogout, chondrocalcinosis, knee calcification, 
371-375 
Cancer 
breast neoplasms, diagnosis, magnetic resonance 
imaging, magnetic resonance contrast enhancement, 
staging, postoperative breast neoplasms, 162—179 
liver, neoplasms, magnetic resonance imaging, 
hepatocellular carcinoma, cirrhosis, 280—283 
Cardiac neoplasms 
echocardiography, computed tomography, magnetic 
resonance imaging, 15-22 
Cartilage 
magnetic resonance imaging, ultrasound, knee 
ligaments, menisci, synovitis, joints neoplasm, 
429-431 
Castleman disease 
angiofollicular hyperplasia, neoplasm, computed 
tomography, 124-129 
Central nervous system 
magnetic resonance imaging, cerebellitis, infection, 
acute cerebellar ataxia, 79-85 
Cerebellitis 
magnetic resonance imaging, infection, central nervous 
system, acute cerebellar ataxia, 79-85 
Cerebral infarction 
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Chest 
Gaucher’s disease, computed tomography, high- 
resolution, lung, 339-342 


0899-7071/98/$—see front matter 





448 SUBJECT INDEX 


pericardium, congenital absence, pneumothorax, 
pneumopericardium, computed tomography, 
radiography, 404-407 
Cholecystoduodenal fistula 
gallstone ileus, pyloric obstruction, helical computed 
tomographic scan, 240-242 
Chondrocalcinosis 
calcium pyrophosphate dihydrate crystal deposition 
disease, pseudogout, knee calcification, 371-375 
Chronic pancreatitis 
pleural effusion, pancreaticopleural fistula, ERCP, 
amylase, 105-107 
Cirrhosis 
liver, neoplasms, magnetic resonance imaging, 
hepatocellular carcinoma, cancer, 280—283 
ultrasound, liver, Doppler, 272-279 
venae cavae abnormalities, computed tomography, 
ultrasound, hypertension, portal hypertension, liver, 
48-53 
Colonic diseases 
computed tomography, 246-251 
Color Doppler ultrasound 
portal vein aneurysms, ultrasound, computed 
tomography, magnetic resonance imaging, 414-417 
Comparative studies 
magnetic resonance imaging, vascular studies, time of 
flight, arteries, peripheral arteries, extremities, 
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Computed tomography 
aberrant subclavian artery, aneurysm, esophagus, 
esophagoarterial fistula, 117-121 
appendicitis, appendix, abscess, 252-271 
cardiac neoplasms, echocardiography, magnetic 
resonance imaging, 15-22 
Castleman disease, angiofollicular hyperplasia, 
neoplasm, 124-129 
colonic diseases, 246-251 
congenital nasal pyriform aperture stenosis, single 
central maxillary incisor, magnetic resonance 
imaging, 393-397 
cystic fibrosis, pancreas, abdomen, 346-354 
fatty liver, liver abnormalities, porphyris, magnetic 
resonance imaging, 418-421 
fibrous histiocytoma, malignancy, sarcoma, abdomen, 
calcification, 408-413 
gas, infection, thrombus, vein, 122-123 
Gaucher’s disease, chest, high-resolution, lung, 
339-342 
helical computed tomography, abdomen, 54-59 
helical thorax, 11-14 
hepatocellular carcinoma, liver, duodenal neoplasm, 
transcatheter arterial embolization, 196-199 
ileus, pancreatic pseudocyst, 42-44 
image quality, three-dimensional display, radiation 
dose, paranasal sinuses, 235-239 
magnetic resonance imaging, brain neoplasms, 
metastatic brain tumors, cerebral infarction, 333-338 
mesenteric ischemia, intestinal infarction, mesentery, 
abdomen, 34-41 
nasopharynx, angiofibroma, ultrasound, power 
Doppler, 86-88 
pericardium, congenital absence, pneumothorax, 
pneumopericardium, chest, radiography, 404-407 
portal vein aneurysms, ultrasound, color Doppler 
ultrasound, magnetic resonance imaging, 414-417 
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pulmonary nodule, partial volume, 1-6 
thyroid, neoplasms, ultrasound, metastases, 157-161 
venae cavae abnormalities, ultrasound, hypertension, 
portal hypertension, liver, cirrhosis, 48-53 
Congenital absence 
pericardium, pneumothorax, pneumopericardium, 
computed tomography, chest, radiography, 404—407 
Congenital nasal pyriform aperture stenosis 
single central maxillary incisor, computed 
tomography, magnetic resonance imaging, 393-397 
Contrast enhancement 
pulmonary emboli, pulmonary computed tomographic 
angiogram, 398-403 
CT. See Computed tomography 
Cystic disease of breast 
tamoxifen, breast cysts, mammography, ultrasound, 
benign breast disease, 95—98 
Cystic fibrosis 
computed tomography, pancreas, abdomen, 346-354 


Delayed anoxic encephalopathy 
magnetic resonance imaging, positron emission 
tomography, basal ganglia, 188 
Delayed imaging 
magnetic resonance imaging, gadolinium, high-dosage, 
multiple sclerosis, 385—392 
Diagnosis 
breast neoplasms, magnetic resonance imaging, 
magnetic resonance contrast enhancement, staging, 
postoperative breast neoplasms, cancer, 162-179 
ovarian neoplasms, ultrasound, Doppler, pelvis, 
284-291 
Diverticulitis 
ileum, 243-245 
Doppler 
ultrasound, liver, cirrhosis, 272—279 
ultrasound, pelvis, ovarian neoplasms, diagnosis, 
284-291 
Duodenal neoplasm 
hepatocellular carcinoma, liver, computed 
tomography, transcatheter arterial embolization, 
196-199 


Echocardiography 
cardiac neoplasms, computed tomography, magnetic 
resonance imaging, 15—22 
Endoscopic ultrasonography 
gastric cancer, staging, 355-359 
ERCP 
pleural effusion, pancreaticopleural fistula, chronic 
pancreatitis, amylase, 105-107 
Esophageal tumors 
breast cancer computed tomography, esophagus, 
computed tomography, metastases, 343-345 
Esophagoarterial fistula 
computed tomography, aberrant subclavian artery, 
aneurysm, esophagus, 117-121 
Esophagus 
breast cancer computed tomography, esophageal 
tumors, computed tomography, metastases, 343-345 
computed tomography, aberrant subclavian artery, 
aneurysm, esophagoarterial fistula, 117-121 
Extremities 
magnetic resonance imaging vascular studies, time of 








NOVEMBER/DECEMBER 1998 


flight, comparative studies, arteries, peripheral 
arteries, 134-144 


Fasciitis 
gangrene, male genitalia, 425-428 
Fast magnetic resonance sequences 
magnetic resonance imaging, functional imaging, 
Turbo FLASH (snap shot imaging), hypopharynx, 
26-33 
Fast spin-echo 
liver, magnetic resonance imaging, neoplasms, 
200-210 
Fatty liver 
liver abnormalities, porphyris, magnetic resonance 
imaging, computed tomography, 418-421 
Fibrous histiocytoma 
malignancy, sarcoma, abdomen, calcification, 
computed tomography, 408—413 
Florid reactive periostitis 
heterotopic ossification, myositis ossificans, 
pseudomalignant osseous soft tissue tumor, zone 
phenomenon, 292-296 
Functional imaging 
magnetic resonance imaging, fast magnetic resonance 
sequences, Turbo FLASH (snap shot imaging), 
hypopharynx, 26-33 


Gadolinium 
magnetic resonance imaging, high-dosage, delayed 
imaging, multiple sclerosis, 385-392 
Galactography 
nipple discharge, 89-94 
Gallbladder 
hepatitis, 45-47 
magnetic resonance imaging, neoplasms, 130 
Gallstone ileus 
cholecystoduodenal fistula, pyloric obstruction, helical 
computed tomographic scan, 240-242 
Gangrene 
fasciitis, male genitalia, 425-428 
Gas 
computed tomography, infection, thrombus, vein, 
122-123 
Gastric cancer 
endoscopic ultrasonography, staging, 355-359 
Gaucher’s disease 
chest, computed tomography, high-resolution, lung, 
339-342 


Helical computed tomography 
computed tomography, abdomen, 54—59 
gallstone ileus, cholecystoduodenal fistula, pyloric 
obstruction, 240-242 
Helical thorax 
computed tomography, 11-14 
Hemangiopericytoma 
lung, pulmonary neoplasm, 192—195 
Hematuria 
renal vein anomaly, retroaortic left renal vein, left 
renal vein hypertension, 422—424 
Hepatitis 
gallbladder, 45—47 
Hepatocellular carcinoma 
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liver, computed tomography, duodenal neoplasm, 
transcatheter arterial embolization, 196-199 
liver, neoplasms, magnetic resonance imaging, cancer, 
cirrhosis, 280-283 
Heterotopic ossification 
myositis ossificans, florid reactive periostitis, 
pseudomalignant osseous soft tissue tumor, zone 
phenomenon, 292-296 
High-dosage 
gadolinium, magnetic resonance imaging, delayed 
imaging, multiple sclerosis, 385-392 
High-resolution 
Gaucher’s disease, chest, computed tomography, lung, 
339-342 
Hypertension 
venae cavae abnormalities, computed tomography, 
ultrasound, portal hypertension, liver, cirrhosis, 
48-53 
Hypopharynx 
magnetic resonance imaging, functional imaging, fast 
magnetic resonance sequences, Turbo FLASH (snap 
shot imaging), 26-33 
Hypothalamus 
neurosarcoidosis, sarcoidosis, magnetic resonance 
imaging, suprasellar tumors, 323-326 


lleum 
diverticulitis, 243-245 
Tleus 
pancreatic pseudocyst, computed tomography, 42-44 
Image quality 
computed tomography, three-dimensional display, 
radiation dose, paranasal sinuses, 235-239 
Imaging 
neurinoma, spinal canal, neurological dysfunction, 60-64 
Infection 
computed tomography, gas, thrombus, vein, 122-123 
magnetic resonance imaging, cerebellitis, central 
nervous system, acute cerebellar ataxia, 79-85 
Intestinal infarction 
mesenteric ischemia, computed tomography, 
mesentery, abdomen, 34—41 


Joints neoplasm 
magnetic resonance imaging, ultrasound, knee 
ligaments, menisci, cartilage, synovitis, 429-431 


Knee calcification 
calcium pyrophosphate dihydrate crystal deposition 
disease, pseudogout, chondrocalcinosis, 371-375 
Knee ligaments 
magnetic resonance imaging, ultrasound, menisci, 
cartilage, synovitis, joints neoplasm, 429-431 


Left renal vein hypertension 
renal vein anomaly, retroaortic left renal vein, 
hematuria, 422—424 
Lesions 
pituitary gland, magnetic resonance imaging, signal 
intensity, 327 
Liver 
hepatocellular carcinoma, computed tomography, 
duodenal neoplasm, transcatheter arterial 
embolization, 196-199 
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magnetic resonance imaging, neoplasms, fast spin- 
echo, 200—210 
neoplasms, magnetic resonance imaging, 
hepatocellular carcinoma, cancer, cirrhosis, 280—283 
tumor, magnetic resonance imaging, 
superparamagnetic iron oxide, 211-215 
ultrasound, Doppler, cirrhosis, 272—279 
venae cavae abnormalities, computed tomography, 
ultrasound, hypertension, portal hypertension, 
cirrhosis, 48-53 
Liver abnormalities 
fatty liver, porphyris, magnetic resonance imaging, 
computed tomography, 418-421 
Lung 
Gaucher’s disease, chest, computed tomography, high- 
resolution, 339-342 
hemangiopericytoma, pulmonary neoplasm, 192-195 
Lung cancer 
pulmonary nodule, transthoracic needle biopsy, 
bronchoscopy, 7—10 


Magnetic resonance contrast enhancement 

breast neoplasms, diagnosis, magnetic resonance 
imaging, staging, postoperative breast neoplasms, 
cancer, 162-179 

Magnetic resonance imaging 

aneurysm, portal vein, 360—363 

aortopulmonary septal defect, 23-25 

breast neoplasms, diagnosis, magnetic resonance 
contrast enhancement, staging, postoperative breast 
neoplasms, cancer, 162—179 

cardiac neoplasms, echocardiography, computed 
tomography, 15—22 

cerebellitis, infection, central nervous system, acute 
cerebellar ataxia, 79-85 

computed tomography, brain neoplasms, metastatic 
brain tumors, cerebral infarction, 333-338 

congenital nasal pyriform aperture stenosis, single 
central maxillary incisor, computed tomography, 
393-397 

3D sequences, sensorineural hearing loss, vertigo, 
309-322 

delayed anoxic encephalopathy, positron emission 
tomography, basal ganglia, 188 

fatty liver, liver abnormalities, porphyris, computed 
tomography, 418-421 

functional imaging, fast magnetic resonance sequences, 
Turbo FLASH (snap shot imaging), hypopharynx, 
26-33 

gadolinium, high-dosage, delayed imaging, multiple 
sclerosis, 385-392 

gallbladder, neoplasms, 130 

liver, neoplasms, fast spin-echo, 200-210 

liver, neoplasms, hepatocellular carcinoma, cancer, 
cirrhosis, 280-283 

liver, tumor, superparamagnetic iron oxide, 211-215 

neurosarcoidosis, sarcoidosis, hypothalamus, 
suprasellar tumors, 323-326 

pituitary gland, lesions, signal intensity, 327 

portal vein aneurysms, ultrasound, color Doppler 
ultrasound, computed tomography, 414—417 

rheumatoid nodule, arthritis, 216-219 

spine, spinal neoplasms, spinal cord, spinal 
interventional procedures, 65-68 


CLINICAL IMAGING VOL. 22, NO. 6 


ultrasound, knee ligaments, menisci, cartilage, 
synovitis, joints neoplasm, 429-431 
vascular studies, time of flight, comparative studies, 
arteries, peripheral arteries, extremities, 134—144 
Male genitalia 
gangrene, fasciitis, 425-428 
Malignancy 
fibrous histiocytoma, sarcoma, abdomen, calcification, 
computed tomography, 408-413 
Mammography 
tamoxifen, breast cysts, cystic disease of breast, 
ultrasound, benign breast disease, 95—98 
Menisci 
magnetic resonance imaging, ultrasound, knee 
ligaments, cartilage, synovitis, joints neoplasm, 
429-431 
Mesenteric ischemia 
intestinal infarction, computed tomography, 
mesentery, abdomen, 34—41 
Mesentery 
mesenteric ischemia, intestinal infarction, computed 
tomography, abdomen, 34-41 
Metastases 
ovary, neoplasms, peritoneum, staging, 364—370 
thyroid, neoplasms, ultrasound, computed 
tomography, 157-161 
Metastatic brain tumors 
computed tomography, magnetic resonance imaging, 
brain neoplasms, cerebral infarction, 333-338 
MRI. See Magnetic resonance imaging 
Multiple sclerosis 
magnetic resonance imaging, gadolinium, high—dosage, 
delayed imaging, 385-392 
Myositis ossificans 
heterotopic ossification, florid reactive periostitis, 
pseudomalignant osseous soft tissue tumor, zone 
phenomenon, 292-296 


Nasopharynx 
angiofibroma, ultrasound, computed tomography, 
power Doppler, 86-88 
Neoplasms 
Castleman disease, angiofollicular hyperplasia, 
computed tomography, 124-129 
liver, magnetic resonance imaging, fast spin-echo, 
200—210 
liver, magnetic resonance imaging, hepatocellular 
carcinoma, cancer, cirrhosis, 280-283 
magnetic resonance imaging, gallbladder, 130 
ovary, peritoneum, metastases, staging, 364—370 
thyroid, ultrasound, metastases, computed 
tomography, 157-161 
Neurinoma 
spinal canal, neurological dysfunction, imaging, 60-64 
Neurological dysfunction 
neurinoma, spinal canal, imaging, 60-64 
Neurosarcoidosis 
sarcoidosis, magnetic resonance imaging, 
hypothalamus, suprasellar tumors, 323-326 
Nipple discharge 
galactography, 89-94 


Ovarian neoplasms 
ultrasound, Doppler, pelvis, diagnosis, 284-291 
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Ovary 
neoplasms, peritoneum, metastases, staging, 364-370 


Pancreatic pseudocyst 
ileus, computed tomography, 42—44 
Pancreaticopleural fistula 
pleural effusion, chronic pancreatitis, ERCP, amylase, 
105-107 
Paranasal sinuses 
computed tomography, image quality, three- 
dimensional display, radiation dose, 235-239 
Partial volume 
pulmonary nodule, computed tomography, 1-6 
Pectus excavatum 
spiral computed tomography, three-dimensional 
imaging, 108-116 
Pelvis 
ultrasound, Doppler, ovarian neoplasms, diagnosis, 
284-291 
Pericardium 
congenital absence, pneumothorax, 
pneumopericardium, computed tomography, chest, 
radiography, 404—407 
Peripheral arteries 
magnetic resonance imaging, vascular studies, time of 
flight, comparative studies, arteries, extremities, 
134-144 
Peritoneum 
ovary, neoplasms, metastases, staging, 364—370 
Pituitary gland 
magnetic resonance imaging, lesions, signal intensity, 
327 
Pleural effusion 
pancreaticopleural fistula, chronic pancreatitis, ERCP, 
amylase, 105-107 
Pneumopericardium 
pericardium, congenital absence, pneumothorax, 
computed tomography, chest, radiography, 404-407 
Pneumothorax 
pericardium, congenital absence, pneumopericardium, 
computed tomography, chest, radiography, 404-407 
Porphyris 
fatty liver, liver abnormalities, magnetic resonance 
imaging, computed tomography, 418—421 
Portal hypertension 
venae cavae abnormalities, computed tomography, 
ultrasound, hypertension, liver, cirrhosis, 48-53 
Portal vein 
aneurysm, magnetic resonance imaging, 360-363 
Portal vein aneurysms 
ultrasound, color Doppler ultrasound, computed 
tomography, magnetic resonance imaging, 414—417 
Positron emission tomography 
delayed anoxic encephalopathy, magnetic resonance 
imaging, basal ganglia, 188 
Postoperative breast neoplasms 
breast neoplasms, diagnosis, magnetic resonance 
imaging, magnetic resonance contrast enhancement, 
staging, cancer, 162-179 
Power Doppler 
nasopharynx, angiofibroma, ultrasound, computed 
tomography, 86-88 
Pseudogout 
calcium pyrophosphate dihydrate crystal deposition 
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disease, chondrocalcinosis, knee calcification, 
371-375 
Pseudomalignant osseous soft tissue tumor 
heterotopic ossification, myositis ossificans, florid 
reactive periostitis, zone phenomenon, 292—296 
Pulmonary computed tomographic angiogram 
pulmonary emboli, contrast enhancement, 398-403 
Pulmonary emboli 
pulmonary computed tomographic angiogram, contrast 
enhancement, 398—403 
Pulmonary neoplasm 
hemangiopericytoma, lung, 192-195 
Pulmonary nodule 
computed tomography, partial volume, 1-6 
transthoracic needle biopsy, lung cancer, 
bronchoscopy, 7-10 
Pyloric obstruction 
gallstone ileus, cholecystoduodenal fistula, helical 
computed tomographic scan, 240-242 


Radiation dose 
computed tomography, image quality, three- 
dimensional display, paranasal sinuses, 235-239 
Radiography 
pericardium, congenital absence, pneumothorax, 
pneumopericardium, computed tomography, chest, 
404—407 
Renal vein anomaly 
retroaortic left renal vein, left renal vein hypertension, 
hematuria, 422-424 
Retroaortic left renal vein 
renal vein anomaly, left renal vein hypertension, 
hematuria, 422-424 
Rheumatoid nodule 
arthritis, magnetic resonance imaging, 216—219 


Sarcoidosis 
neurosarcoidosis, magnetic resonance imaging, 
hypothalamus, suprasellar tumors, 323-326 
Sarcoma 
fibrous histiocytoma, malignancy, abdomen, 
calcification, computed tomography, 408—413 
Sensorineural hearing loss 
magnetic resonance imaging, 3D sequences, vertigo, 
309-322 
Signal intensity 
pituitary gland, magnetic resonance imaging, lesions, 
327 
Single central maxillary incisor 
congenital nasal pyriform aperture stenosis, computed 
tomography, magnetic resonance imaging, 393-397 
Spinal canal 
neurinoma, neurological dysfunction, imaging, 60-64 
Spinal cord 
spine, spinal neoplasms, magnetic resonance imaging, 
spinal interventional procedures, 65-68 
Spinal interventional procedures 
spine, spinal neoplasms, magnetic resonance imaging, 
spinal cord, 65-68 
Spinal neoplasms 
spine, magnetic resonance imaging, spinal cord, spinal 
interventional procedures, 65-68 
Spine F 
spinal neoplasms, magnetic resonance imaging, spinal 
cord, spinal interventional procedures, 65-68 








452 SUBJECT INDEX 


Spiral computed tomography 
pectus excavatum, three-dimensional imaging, 
108-116 
Staging 
breast neoplasms, diagnosis, magnetic resonance 
imaging, magnetic resonance contrast enhancement, 
postoperative breast neoplasms, cancer, 162-179 
gastric cancer, endoscopic ultrasonography, 355-359 
ovary, neoplasms, peritoneum, metastases, 364—370 
Superparamagnetic iron oxide 
liver, tumor, magnetic resonance imaging, 211-215 
Suprasellar tumors 
neurosarcoidosis, sarcoidosis, magnetic resonance 
imaging, hypothalamus, 323-326 
Synovitis 
magnetic resonance imaging, ultrasound, knee 
ligaments, menisci, cartilage, joints neoplasm, 
429-431 


Tamoxifen 
breast cysts, cystic disease of breast, mammography, 
ultrasound, benign breast disease, 95-98 
Three-dimensional display 
computed tomography, image quality, radiation dose, 
paranasal sinuses, 235-239 
Three-dimensional imaging 
pectus excavatum, spiral computed tomography, 
108-116 
3D sequences 
magnetic resonance imaging, sensorineural hearing 
loss, vertigo, 309-322 
Thrombus 
gas, computed tomography, infection, vein, 122-123 
Thyroid 
neoplasms, ultrasound, metastases, computed 
tomography, 157-161 
Time of flight 
magnetic resonance imaging, vascular studies, 
comparative studies, arteries, peripheral arteries, 
extremities, 134-144 
Transcatheter arterial embolization 
hepatocellular carcinoma, liver, computed 
tomography, duodenal neoplasm, 196-199 
Transthoracic needle biopsy 
pulmonary nodule, lung cancer, bronchoscopy, 7-10 
Tumor 
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liver, magnetic resonance imaging, superparamagnetic 
iron oxide, 211—215 


Turbo FLASH (snap shot imaging) 


magnetic resonance imaging, functional imaging, fast 
magnetic resonance sequences, hypopharynx, 26-33 


Ultrasound 


Doppler, pelvis, ovarian neoplasms, diagnosis, 
284-291 

liver, Doppler, cirrhosis, 272—279 

magnetic resonance imaging, knee ligaments, menisci, 
cartilage, synovitis, joints neoplasm, 429-431 

nasopharynx, angiofibroma, computed tomography, 
power Doppler, 86-88 

portal vein aneurysms, color Doppler ultrasound, 
computed tomography, magnetic resonance imaging, 
414-417 

tamoxifen, breast cysts, cystic disease of breast, 
mammography, benign breast disease, 95-98 

thyroid, neoplasms, metastases, computed 
tomography, 157-161 

venae cavae abnormalities, computed tomography, 
hypertension, portal hypertension, liver, cirrhosis, 
48-53 


Vascular studies 


magnetic resonance imaging, time of flight, 
comparative studies, arteries, peripheral arteries, 
extremities, 134-144 


Vein 


gas, computed tomography, infection, thrombus, 
122-123 


Venae cavae abnormalities 


computed tomography, ultrasound, hypertension, 
portal hypertension, liver, cirrhosis, 48-53 


Vertigo 


sensorineural hearing loss, magnetic resonance 
imaging, 3D sequences, 309-322 


Wegener’s granulomatosis 


anti-neutrophil cytoplasmic antibodies, 99-104 


Zone phenomenon 

pseudomalignant osseous soft tissue tumor, 
heterotopic ossification, myositis ossificans, florid 
reactive periostitis, 292—296 





